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Initial Data Evaluated 


The data used to create the following charts is gathered from the New 
York Times election data website. 


The time-series can be found here for California: 


https://static0 1.nvt.com/elections-assets/2020/data/api/2020-11- 
03/race-page/california/president.json 


It is freely available and is the data that was used by many TV stations 
and web pages to provide the real-time updates on the vote count. 


Each time-stamp entry provides the following data: 


{"vote shares":{"bidenj":6.638, "trumnd”:8. 344}, "votes" :1412430,"eevp":9,"eevp source”: "edison", “timestamp” :"2020-11-04704:18:492"}, 
{"vote shares”:{ "hiden]”:8.658, "trumnd”:8. 324}, "vates”: 1888683, "eevp":11,"eevp source”: "edison", “timestamp” :"2020-11-94TO4:22:427"}, 
{"vote shares”:{ "blden]”:8.658, "trumnd”:8. 324}, "votes" :1888685, "eevp”:11, “eevp_ source”: "edison”, ”"timestamn”: ”2828-11-84T84:23:2127”†, 
{"vote shares”:{ "hiden]”:8.683, "trumnd”:8. 2331, "vates”:2241957/, "eevp”:14, “eevn_source”: "edison”, "timestamn”:”2828-11-84T184: 23:587"”}, 


{"vote shares”:{ "blden]”:8. 714, “trumpd":@.269}, "votes" :5648667,"eevp":36,"eevp source”: "edison”, “timestamp”: ”2828-11-84T184:25:882”†, 
{"vote shares”:{ "hiden]”:8. 718, "trumnd”:8. 264}, “votes":6352519, "eevp”:38, "eevn_source”: "edlson”, "timestamn”: ”2828-11-84T184:26:8727"”} 
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Order from chaos 


When was Florida Called? 


race diff":{"race slug": "fÌ-president-general-2828-11-83”, "boalean things that happened”: 

1 zero votes":false,"results expected within hour”:true, show nothing votes decreased":false, “went_ 
“: false, “additional votes reported" :false, “additional precincts reported" :false,"has eevp °:true}, d 
ttre winnerCalledTimestamp” : 1664468294163, "model metadata”:{ latest url": "https://staticð1.nyt.com/ 
2828-11-83. ]1soũn”, previem latest urI”:”/api/2828-11-83/11veMadel7president/FL-G-P-2828-11-83. Json", 





Convert epoch to human-readable date and vice versa 


1604466294163 Timestamp to Human date | [batch convert] 
























Supports Unix tinyestamps in seconds, milliseconds, microseconds and nanoseconds. 


Assuming that this trraestamp is in milliseconds: 
GMT : Wednesday, November 4, 2020 5:38:14.163 AM 





https://static0 1.nyt.com/elections-assets/2020/data/api/2020-11-03/race- 
page/florida/president.json 
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Order from chaos 


During the time between when Florida was called and the 
Edison zero, almost 100 reporting intervals worth of votes 


Presidential Total Votes were added which had continually decreasing ratios of 


Trump to Biden votes with no large adjustments. 


California 


Humber 
R = 0u 9944 


H,nnn,nnn 





se Edison Zero 
———— Trump Votes 
———— Biden Vobtes 
— - - Florida Called 


e 120 140) 
Reporting imtervals 


Qrpros ANALYTICS, INC 


Order from chaos 


Presidential Vote Ratio Over Time 


This almost linear approach to the apparent 
setpoint means that the votes were sorted to 
report over time by an increasing Trump/Biden 
ratio. 


California 
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th Trump votes ” 9b Biden votes 


Apparent Target : 53.964646 
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What 1s the Edison Zero? 


NYT Edison Data - California o] = 
candidate 





biden_vates 





timestamp: 2020-11-10 01:51:56 


value: 9353517.165 
candidate: biden_votes 





9,000,000 


Notice these votes were 
added on 11/10/2020 


6,000,000 


Cumulative Votes 


3,000,000 


This is the Edison zero for CA, 
where the votes all went to 
zero. 


stamp: 2020-11-04 10:01:44 
0.000 
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Order from chaos 


Timestamp 


Biden received almost 50% of his 
. . : total votes in the first 10 reporting 
Presidential Percent of Total Votes over Time © intervals. This is something that should 
be evaluated for a state with so many 
mail-in votes 
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National Vote Count 
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The Basic Pattern 
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St Croix County, WI 
Trump votes/Biden votes 
over time from the CVR 
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Ratio of candidate Yes and No votes in CA Recall Election 2021 


Normalized Election Result Ratios 


CA 2021 CO 2020 
YES/NO 2021 CA Recall Election and Trump/Biden 
— 2020 Colorado Presidential Election né 
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CnbROs ANALYTICS, INC 21 California Recall Election Reporting Intervals 


0 Colorado Presidential Electon Reporting Intervals 
Order from chaos 


Placer County Yes, No and Total votes in CA Recall Election 2021 
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Placer County Yes, No and Total votes in CA Recall Election 2021 


Ratio Placer County 
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Notice the difference between the ratio of the mail-in and the in-person votes. This makes 
the reports of people going in to vote in person and finding that they had already returned 
mail-in votes even more concerning. 


How to Tell a Counterfeit Vote Count Over Time 
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The basic pattern in counties Is 
created by the mail-in vote 


Placer County Tabulator Averages — Total Work control shown below by 


Tabulators T1 — T6. 


Placer County, CA 
Trumnp/Biden Ratio Cumulative 
Sorted by Tabulator 
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San Benito County Tabulator Averages — Total Work 


San Benito Co, CA 





The basic pattern again 
apparently controlled by the 
coordinated effort of the 
mail-in tabulators 


—®— Tabulator 3 - Early In-Person 
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California Vote Pattern Analysis 
THANK YOU! 


Get Informed. 
Get Angru. 


Get Involved. 


Ask Questions. 
Demand Answers. 


Fix 2020 








